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SUB J : MFA POLITICAL DIRECTOR S VISIT TO WARSAW 

1 . JUST BEFORE CONVERSATION ON EC-9 SUBJECTS MFA POLITICAL 
DIRECTOR RUTTEN DESCRIBED HIS WARSAW VISIT SEPTEMBER 6-7 
AS QUITE ROUTINE. POLES HAD DISCUSSED ECONOMIC MATTERS 
WITH OBVIOUS INTENTION OF CONVEYING IMPRESSION THAT THEIR 
ECONOMIC SITUATION WAS SUFFICIENTLY GOOD THAT THEY SHOULD 
CONTINUE TO RECEIVE NEEDED FOREIGN CREDITS. THEY DID REFER 
TO BUDGET STRINGENCIES AS THEY AFFECTED DEFENSE EXPENDITURES 
AND PLACED STRONG EMPHASIS ON NEED FOR PROGRESS IN MBFR, 

AS WELL AS MAINTENANCE OF DETENTE. 

2. RUTTEN SAID THAT POLES USED OCCASION TO INITIATE ARRANGE- 
MENTS FOR POLISH PRIME MINISTER TO VISIT NETHERLANDS. 

GIVEN OTHER VISITORS EXPECTED HERE IN NEAR FUTURE, HE THOUGHT 
EARLIEST POSSIBLE DATE WOULD BE FEBRUARY 1977. 

GOULD 
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